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iv 


1 .  Grade:  Mass  per  cent  Bitumen  in  oil  sands. 

2.  Gas  volume  at  101.325  kPa  and  15''  C. 

3.  Liquid  volume  at  15°  C. 


NOTES 


'  Distillate  production  does  not  include  heavy  fuel  oil. 
^  Sulphur  production  includes  flared  /  waste. 

^  Synthetic  crude  oil  production  does  not  include  diluent  naphtha  production. 
Suncor  includes  diesel  production  (SCO  site  fuel  uses.) 

^  Other  hydrocarbons  production  includes  light  slop  material. 
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Bitumen  Synthetic  Plant  Operations 


Suncor 

Oil  Sands 

Tonnes 

Grade 

Mined 

6  452  704 

11.40% 

Processed 

6  452  704 

11.40% 

External  Energy 

Gas 

Electric 

10^ 

MWh 

Purchased 

16  572.2 

15  755.0 

Generated 

na 

46  128.0 

16  572.2 

61  883.0 

Plant  Use 

1  540.7 

28  683.0 

Further  Processing 

13  953.0 

0.0 

Exported 

0.0 

33  200.0 

Flared 

1  078.5 

0.0 

Metering  Diff. 

0.0 

0.0 

16  572.2  61  883.0 
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2000 

July 

Year 

Month 

Syncrude 

Oil  Sands 

Tonnes 

Grade 

Mined 

13  797  807 

11.17% 

Processed 

13  549  969 

11.16% 

External  Energy 

Gas 

Electric 

MWh 

Purchased 

127  949.0 

1  895.0 

Generated 

na 

188  623.0 

127  949.0 

190  518.0 

Plant  Use 

60  125.0 

173  789.0 

Further  Processing 

67  824.0 

0.0 

Exported 

0.0 

16  729.0 

Flared 

0.0 

0.0 

Metering  Diff. 

0.0 

0.0 

127  949.0 

190  518.0 
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2000 

July 

Year 

Month 

PrnHiirtQ 

Intermediates 

oyntnGtic 

Other  Hydro 

Crude  Oil 

-carbons 

Coke 

Sulphur 

Bitumen 

Distillate 

ml 

mo 

m3 

tonnes 

tonnes 

m3 

m 

Suncor 

Diluent 

Naphtha 

Opening  Inventory 

96  453 

49  544 

1  983  749 

590 

70  918 

260  186 

Receipts 

0 

0 

0 

0 

0 

0 

Production 

294  585 

23  398 

129  004 

14  247 

660  724 

501  378 

Closing  Inventory 

105  508 

49  734 

1  841  817 

0 

85  594 

227  102 

1 

285  530 

23  208 

270  936 

14  837 

646  048 

534  462 

1  Further  Processing 

0 

19  146 

0 

0 

613  638 

296  365 

'Fuel/Plant  Use 

9  046 

0 

238  674 

0 

0 

4  002 

'  Flared/Wasted 

0 

4  062 

0 

997 

RfiD 

O  ODU 

11 

Metering  Diff. 

(  17) 

0 

0 

n 
u 

(  9  *^nQ^ 

(  1  397) 

Deliveries 

276  501 

0 

32  262 

14  610 

31  259 

235  481 

285  530 

23  208 

270  936 

14  837 

646  048 

534  462 

Syncrude 

Diluent 

Naphtha 

'  Opening  Inventory 

32  119 

53  171 

24  040  434 

3  309  536 

291  789 

90  412 

Receipts 

0 

0 

0 

0 

0 

0 

]  Production 

1  051  862 

17  951 

144  175 

44  630 

1  371  915 

1  016  154 

Closing  Inventory 

44  657 

62  507 

24  143  735 

3  353  488 

473  590 

51  364 

1 
( 

1  039  324 

8615 

40  874 

678 

1  190  114 

1  055  202 

Further  Processing 

0 

383 

0 

0 

1  190  114 

1  042  168 

Fuel/Plant  Use 

13  639 

0 

40  874 

0 

0 

13  034 

'  FlaredAA/asted 

0 

8  232 

0 

678 

0 

0 

Metering  Diff. 

(  23) 

0 

0 

0 

0 

0 

,  Diluent  Carryover 

'  /Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

1  025  708 

0 

0 

0 

0 

0 

1  039  324 

8615 

40  874 

678 

1  190  114 

1  055  202 

Bitumen  Synthetic  Plant  Operations 
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Suncor 

Oil  Sands 

Tonnes 

Grade 

Mined 

50  045  862 

11.07% 

Processed 

50  045  862 

11.07% 

External  Energy 

Gas 

Electric 

10^ 

MWh 

Purchased 

151  650.0 

192  981.0 

Generated 

na 

316  883.0 

151  650.0 

509  864.0 

Plant  Use 

35  321.4 

433  767.0 

Further  Processing 

113  647.4 

0.0 

Exported 

0.0 

76  097.0 

Flared 

2  681.2 

0.0 

Metering  Diff. 

0.0 

0.0 

151  650.0 

509  864.0 

2000 

July 

Year  to  Date 

Syncrude 
Oil  Sands 

Tonnes 

Grade 

Mined 

80  563  631 

10.99% 

Processed 

81  480  388 

11.02% 

External  Energy 

Gas 

Electric 
MWh 

Purchased 
Generated 

783  364.0 
na 

32  973.0 
1  190  277.0 

783  364.0 

1  223  250.0 

Plant  Use 
Further  Processing 
Exported 
Flared 

Metering  Diff. 

329  451.0 
453  913.0 
0.0 
0.0 
0.0 

1  122  473.0 
0.0 

100  777.0 
0.0 
0.0 

783  364.0 

1  223  250.0 
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2000  July 

Year  to  Date 


Operator 

Products 

Intermediates 

wylllllwilw 

Other  Hydro 

^—..^^  AN :  1  [31 

Crude  Oil ' ' 

-carbons  [4] 

Coke 

r»    1    u  [2] 

Sulphur^  ^ 

Bitumen 

Distillate  ^ ' 

m3 

tonnes 

tonnes 

m3 

m^ 

Suncor 

Diluent 

Naphtha 

Opening  Inventory 

109  301 

55  403 

2  830  667 

1  421 

74  295 

316  158 

Receipts 

0 

0 

0 

0 

2  965 

0 

Production 

2  543  612 

99  345 

955  581 

121  270 

4  867  986 

3  947  287 

Closing  Inventory 

105  508 

49  734 

1  841  817 

0 

85  594 

227  102 

2  547  405 

105  014 

1  944  431 

122  691 

4  859  652 

4  036  343 

further  Processing 

0 

71  861 

0 

0 

4  788  294 

2  593  422 

'Fuel/Plant  Use 

59  857 

0 

1  813  092 

0 

0 

27  233 

'plaredAA/asted 

0 

33  153 

0 

1  831 

15  728 

235 

Mpfprinn  Diff 

1 V  1 W        1  1 1  1  M    i-^  III. 

1  464 

0 

0 

(  831^ 

(  2  509) 

(  2  354) 

'npliv/pripc 

2  486  084 

0 

131  339 

1  w  1  www 

121  691 

58  139 

1  417  807 

2  547  405 

105  014 

1  944  431 

122  691 

4  859  652 

4  036  343 

Syncrude 

Diluent 

Naphtha 

Opening  Inventory 

17  195 

61  992 

23  409  355 

3  062  453 

492  492 

145  844 

^Receipts 

0 

0 

0 

0 

0 

0 

■Production 

6  973  972 

118  930 

1  024  958 

296  127 

8  124  923 

6  787  576 

.Closing  Inventory 

44  657 

62  507 

24  143  735 

3  353  488 

473  590 

51  364 

1 

6  946  510 

118415 

290  578 

5  092 

8  143  825 

6  882  056 

Further  Processing 

U 

u 

n 
u 

O    IH^L  Z«J/ 

D  oOO  /DO 

84  463 

0 

290  578 

0 

0 

28  288 

FlaredAA/asted 

0 

47  143 

0 

5  092 

0 

0 

•Metering  Diff. 

(  50) 

0 

0 

0 

1  588 

0 

'Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

:To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

6  862  097 

0 

0 

0 

0 

0 

6  946  510 

118415 

290  578 

5  092 

8  143  825 

6  882  056 

3  3286  52208044  5 
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